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to Buffalmacco, and begged him to finish what he had begun.
He completed the work greatly to his credit. Connoisseurs especially admired in these frescoes the figure of the Crucified Redeemer, the three Marys weeping at the foot of the Cross, Judas hanged on a tree, and a man blowing his nose. Unfortunately the paintings were all destroyed along with the Church of the Nunnery of the Ladies of Faenza.